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* Signifies new instrument. 


1883 instrument, Feb., p. 217 


A 


A.E.L: 
appointments, March, p. 348 
chairman visits Latin America, March, 
p. 331 
computer, Nov., p. 1171 
employee policy, Feb., p. 219 
employment scheme, March, p. 334 
A.E.R.E., Isotope School, Jan., p. 109 
A.M.F. Ltd., May, p. 553 
A.S.E.E., film, Dec., p. 1267 
Abrasive wheels*, Aug., p. 845 
Accelerometer(*), Dec., p. 1260 
angular, tachometer used as an, Feb., 
p. 177 
peak*, June, p. 655 
calibration of, April, p. 405 
ACE computer, Jan., p. 77 
Adapter, tape loop*, March, p. 318 
Aerodynamic behaviour of gases, Jan., 
. 91 
poe pack, for molybdenised lubri- 
cants*, March, p. 326 
Agreements, Sept., p. 962 


Air blowers, silencing features, June, 
p. 667 

Air conditioning electronic equipment*, 
June, p. 652 


Air filter regulator*, Aug., p. 837 
Air gun, “Neutrostat”*, June, p. 654 
Air Trainers Link: 
board changes, Nov., p. 1176 
change of name, Nov., p. 1172 
contract, July, p. 762 


process simulator-computer, Aug., 
p. 85 
Air velocity indicators*, Aug., p. 843 
Aircraft, underwater escape from, 
March, p. 293 
Aircraft fuel gauges, Dec., p. 1268 


Airmec Ltd.: 
electronic exhibition, March, p. 306 
Microlambda agreement, Jan., p. 112 
Alarm, photoelectric, flow*, July, p. 751 
Alarm bell, mains failure*, June, p. 658 
Alsop, P. (Technograph Electronic Pro- 
ducts Ltd.), April, p. 459 
Alternator, tachometer*, March, p. 313 
Aluminium windings, anodised, April, 
431 
American Automatic Control Council, 
Jan., p. 111 
Ammeter, clip-on*, June, p. 650 
Amplifier: 
audio*, March, p. 313 
d.c.*, June, p. 649 
low-drift d.c.*, Nov., p. 1159 
magnetic*, Oct., p. 1058 
for missile testing, June, p. 661 
parametric, April, p. 430 
pulse*, Nov., p. 1160 
thermocouple trip*, Aug., p. 835 
Amplifiers, output magnetic*, March, 
p. 323 
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Analogue computer: 
for estimating fire endurance, April, 
p. 432 
problem solving on the, Nov., p. 1155 
Analogue computers, Jan., p. 48 
Analyser: 
control system, Feb., p. 192 
magnetic oxygen, June, p. 667 
pulse height, Nov., p. 1169 
Analysis: 
automatic, of measured data, P. J. 
Rademakers, C. M. Verhagen and 
A. v. Westbroek, Feb., p. 189 
X-ray, as modern analytical tool, 
H. J. Lucas-Tooth, March, p. 284 
Anderson, J. G. P. (Crompton Parkinson 
Ltd.), March, p. 346 
Anechoic chamber, July, p. 757 
Anode, silver*, April, p. 441 
Anti-coincidence unit*, Dec., p. 1265 
Aquastat controls*, Aug., p. 835 
Assembly kits, servo-system*, 
p. 949 
Atkins, P. A. and Setterington, R. A.: 


Sept., 


Thermistors—a survey of their 
application in temperature 
measurement and control, Oct., 


p. 1043 

Atomic Energy Authority, information 
centre, March, p. 334 

Atomic Energy Establishment, Winfrith, 


Aug., p. 851 
Audco Annin, sales representatives, 
Nov., p. 1176 


Audco Engineering Co., appointments, 
Sept., p. 970 
Australia, clock, Sept., p. 966 
Autocollimator: 
Minidekkor*, Sept., p. 958 
photoeleciric*, Sept., p. 957 
Automation: 
programme in Britain and U.S.S.R., 
Commentary, March, p. 275 
in road building, Oct., p. 1041 
in tyre output, May, p. 552 
Automation and production, Feb., p. 218 
Automation instrumentation at Vaux- 
hall Motors, R. Hammond, Jan., 
p. 43; Feb., p. 196; March, p. 295 
Autopilots, July, p. 760 
Autosonic inspection equipment, July, 


Avo-Taylor Electrical, March, p. 333 


B.C.U.R.A. 21st anniversary open days, 
June, p. 637 
B.E.A.M.A., export credit guide, Dec., 
p. 1271 
B.L.C.C.: 
appointments, March, p. 
p. 459; Dec., p. 1273 
board changes, Aug., p. 858 
— Burndy Ltd., Nov., p. 1167 
cables, March, p. 331 
Cardiff branch, opening, March, p. 335 
expansion, Dec., p. 1271 
— Telcon link-up, Feb., p. 215 


350; April, 
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B.LC. Construction Co. Ltd., 
changes, Dec., p. 1274 
BIMCAM: 
annual luncheon, March, p. 294 
elections, May, p. 560 
luncheon, Feb., p. 219 
B.LS.R.A., open days, Aug., p. 850; 
Dec., p. 1251 
B. & R. Relays Ltd., sales, Sept., p. 961 
B.S.A., tools division, Sept., p. 961 


board 


B.S. annual general meeting, Nov., 
p. 1169 
B.S.LR.A., electrical instrument _ test 


service, April, p. 455 
B.T.H.: 
Mexico order, Nov., p. 1172 
Systems Laboratory, Sept., p. 945 
B.T.L. Exhibition, Oct., p. 1067 
BTR Industries Ltd. acquires Microcell 
Ltd., March, p. 335 
Background monitor, portable*, 
p. 1259 
Bailey, J. E. C. (Baird & Tatlock), April, 
p. 459; June, p. 669 
Baird & Tatlock: 
appointments, May, p. 560 
expansion, June, p. 666 
tour of Middle East, May, p. 552 
Balances, high-precision, automatic 
reader for, Feb., p. 202 
Balancing machine, for  crankshaft*, 
Sept., p. 949 
Baldwin Instrument Co.: 
agents and representatives, June, p. 661 
thickness measurement, Aug., p. 849 
Ball, G. L. (Wayne Kerr Laboratories), 
Jan., p. 115 
Ballard, G. G. (Elliott Nucleonics Ltd.), 
Dec., p. 1273 
Barrow, S. A. E. (Delta Technical Ser- 
vices Ltd.), Aug., p. 856 
Barry, J. H. (Livingston Laboratories), 
May, p. 558 
Baskets, dipping*, Oct., p. 1057 
Batch counter(*), Oct., p. 1063 
electronic*, March, p. 324 
Battery separators, controlling thickness 
of, March, p. 309 
Beckman Instruments Ltd., new Scottish 
factory, March, p. 329 
“Beerator’*, May, p. 552 
Beet processing plant, automatic con- 
trol of, June, p. 639 
Belling & Lee, appointments, May, 
558 


Dec., 


Bench lead measuring machine*, June, 


p. 650 

Bend test, for hardened tool steels, Nov., 
p. 1138 

Bender, hand-operated*, Oct., p. 1057 

Bennett, A. E.: Future trends in instru- 
mentation and control in the coal 
mining industry, April, p. 417 

Bent, J. (Rosite Ltd.), July, p. 764 

Bent, R. A. (Lancashire Dynamo Hold- 
ings Ltd.), March, p. 348 

tour, Nov., p. 1167 

Benton, H. (Kelvin 

p. 1273 


Hughes), Dec., 
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Bergen, S. A.: Conductivity measure- 
ment, Feb., p. 178 

Beryllium monitor*, Dec., p. 1261 

Besson & Partner, Westool, decision, 
Aug., p. 850 

Besson & Robinson Ltd., name change. 
Aug., p. 847 

“Beta”, news sheet, Oct., p. 1067 

Beta counting arrangement, low-level*, 
Dec., p. 1265 

Beta-gamma field monitoring system*, 
Feb., p. 206 

Bingham, M. (Microcell Group), May, 
. 560 


Blake, J. (Elliott Bros. (London) Ltd.), 
Dec., p. 1273 

Blender, Oct., p. 1065 

Blower, type PM.1C*, Feb., p. 209 

Bobbins, coil, nylon*, June, p. 655 

Boiler, packaged*, April, p. 442 

Boiler panel design*, Fceb., p. 207 

Book Reviews, Jan., p. 74; March, 
p. 302; April, p. 425; May, p. 525; 
June, p. 622; July, p. 731; Sept., 
p. 921; Nov., p. 1145 

Books Received, Feb., p. 187 

Boyd, R. W. (Coventry Gauge and Tool 
Co. Ltd.), Jan., np. 115 


Brain simulators, Commentary, Nov., 
p. 1125 

Braking research instrument, March, 
p. 334 


Bray, sales division, Avril, p. 458 
Brazing service, April, p. 454 
Brian, W. A. G. (Marconi Instruments 
Ltd.), Aug., p. 856 
Bridge: 
comparator*, Feb., p. 211 
detector*, Feb., p. 211 
universal*, Dec., p. 1262 
Briggs, F. (C. S. Lindsey Ltd.), Dec., 
p. 1274 
Brilhart, factory extension, May, p. 554 
British Driver Harris, directors, Aug., 
p. 856 
British Geon, appointments, May, p. 558 
Brit. I.R.E.: 
Convention, Aug., p. 849 
Medical Electronics Group: Comment- 
ary, Jan., p. 41 
president, Jan., p. 115 
British Lampblown Scientific Glassware 
Manufacturers’ Association, July, 
p. 760. 
British Resin Products, 
May, p. 558 
British Sonceboz Co. Ltd., history of, 
Jan., p. 80 

British Standard 350: Part 1, May, p. 551 

British Tabulating Machine Co., sub- 
sidiary, Jan., p. 110 

British Thomson-Houston Co. Ltd., com- 
puters, Sept., p. 962 

British Thomson-Houston Export Co. 


appointments, 


Ltd., change of address, Jan., 
p. 111 

Broder, D.: A_ precision recorder for 
data processing systems, Nov., 
p. 1127 

Brown, D. L. (Smiths Aviation), May, 
p. 560 

Brown, R. M. (Saunders-Roe), Nov., 
p. 1176 


Buckie, A. G. J. (Technicon Instrument 
Co. Ltd.), Sept., p. 970 
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Buffing wheels, resilient, for precision 


potentiometers and _ instruments, 
K. F. Shrubb, Aug., p. 824; Sept., 


p. 932 
“Building bricks”, electronic*, Dec., 
p. 1261 
Bulletin, a. translations, March, 
3 


Burns, C. ‘and Stevens, J. W.: An optical 


technique for the continuous 
measurement of the width of 
narrow hot rolled steel strip, 


March, p. 277 

Burst slug detection equipment, Dec., 
p. 1270 

Burton, D. E. (Rocol Ltd.), Jan., p. 115 

Buying, J. H. (Marconi Instruments), 
May, p. 558 


Cc 
CES, wsing L.C.T. calculator, May, 
53 


C.J.B., appointments, Oct., p. 1070 
Cable tester, portable, automatic, A. 
Doig, April, p. 426 
Cable tracer, transistorised*, May, p. 547 
Cables: 
butyl rubber insulated*, Feb., p. 207 
for rocket research, July, p. 757 
Calculating machine, Square root*, Oct., 
p. 1060 
Calculator*, March, p. 319 
Calibration of accelerometers, J. H. R. 
Lewis, April, p. 405 
Calibrator unit, time*, Aug., p. 843 
Caliper gauge*, Feb., p. 205 
Calley, A. (Siemens Edison Swan Ltd.), 
Dec., p. 1273 
Cambridge Instrument Co. Ltd.: 
enlarged headquarters, Aug., p. 849 
new laboratory, March, p. 332 
opening of new research laboratories, 
Dec., p. 1239 
showroom, March, p. 332 
Camera: 
exposure device*, Oct., p. 1058 
ultra-sound image, May, p. 553 
Camp, R. G. (Square D Limited), Oct., 
p. 1070 
Capacitor, wave change and 
July, p. 745 
Capacitors: 
phenolic-dip protected*, April, p. 446 
use at 259°C*, July, p. 744 
Vitramon*, May, p. 541 
“Carbodrip”, price reduction, 
p. 552 
Card reader, punched*, Nov., p. 1161 
Card sorter*, July, p. 752 
Carpenter, R. L.: The role of instruments 
in power station efficiency, Dec., 
p. 1244 
Cathode ray tube, with helical p.d.a.*, 
Jan., p. 96 
Cathode ray tubes, deflection yokes for*, 
Feb., p. 207 
Cells, Plante sealed*, Sept., p. 952 
Cement manufacture, computer control 
of, Jan., p. 92 
Centrifuges*, Aug., p. 842 
Chain, nylon*, April, p. 437 
Chanter, N. J. (Mullard Radio Valve Co. 
Ltd.), Feb., p. 221 
Chemical plant, logging and monitoring 
equipment for, April, p. 413 
Chemical plant hire scheme, 
p. 1271 


tuning*, 


May, 


Dec., 
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“Chemistry, pure and applied”, Journal, 
of, Oct., p. 1067 

Chinese scientific literature, May, p. 554 

Chlorinator, flow  recording*, April, 
p. 442 

Cinematography, high speed, of indus- 
trial arcs, J. C. Needham, Nov., 
p. 1132 

Clarkson, A. C. V. (G.E.C.), July, p. 764 

Clean Air and Fuel Efficiency Exhibi- 
tion, Jan., p. 113 

Cleaner, Soniclean*, July, p. 747 

Clinometer, microptic*, Nov., p. 1160 

Clock with constant torque  spring*, 
March, p. 316 

Coach, track recording, Aug., p. 832 

Coal mining industry, future trends in 
instrumentation and control in 
the, A. E. Bennett, April, p. 417 

Coales, J. F.: The education of instru- 
ment technologists and control 
engineers, June, p. 623 

Coating plant, 12E7 optical vacuum*, 


Jan., p. 96 

Cockle, A. (Solartron Electronic Group), 
Dec., p. 1273 

Cogdale, R. L. (Marconi Instruments 


Ltd.), Aug., p. 858 

Cohen, L.: A sedimentation balance for 

particle size analysis, Oct., p. 1036 

Spring Federation Research 

Organisation, July, p. 755 

Coil winding machine*, April, p. 447, 
July, p. 752 

Cold box*, Aug., p. 839 

Cole, E. K. (E. K. Cole Ltd.), Feb., 
p. 222; April, p. 463 

Coleman, J. E. (Spesco Developments 
Ltd.), Nov., p. 1176 

Comet 4, testing of, Jan., p. 112 

Commonwealth Standards Conference, 
Nov., p. 1171 

Company activities during 1958, British 
Thomson-Houston Co. Ltd., 
March, p. 282; English Electric 
Co. Ltd., March, p. 283 


Coil 


Comparator: 
automatic tracking*, Sept., p. 955 
impedance, direct reading*, June, 
p. 649 


optical*, March, p. 317 
Comparator bridge*, Feb., p. 211 
Compass repeater, servo-operated, Jan., 
78 


Components Conference, July, p. 757 
Compressor, “oil free”*, Aug., p. 837 
Compressors: 
air, stationary hydrovane*, March, 
9 


protection equipment for*, March, 
p. 319 
Computer: 
ACE, Jan., p. 77 
analogue*, Nov., p. 1160 
analogue, for estimating fire endur- 
ance, April, p. 432 
Space ‘30’*, July, p. 747 
applied to railway electrification, May, 


p. 3 
applied to steelwork design, Feb., 
2 


p. 200 

Atlas, Oct., p. 1067 

automatic control of industrial pro- 
cesses by Ferranti*, Jan., p. 97 

conference, Oct., p. 1069 

Emidec for ICI Plastics Division, 
March, p. 331 








Computor (cont.): 
for hydraulic problems, Jan., p. 112 
at Liverpool University, May, p. 555 
process control transistor, Oct., p. 1069 
in the service of the steel industry, 
Jan., p. 88 
sold to Russia, Dec., p. 1272 
transistorised, digital*, July, p. 745 
Computor Consultants Ltd., new address, 
Nov., p. 1171 
Computer control: 
of cement manufacture, Jan., p. 92 
and data processing, Commentary, 
Dec., p. 1233 
of industrial processes, July, p. 759 
a guide to, Nov., p. 1151 


Computer network, organisation of, 
May, p. 534 
Computer systems, reliability of, Oct.. 
p. 1065 
Computers: 
analogue, R. E. Hare and W. E. 


Willison, Jan., p. 48 


and the electronic § office, R.  H. 
Williams, May, p. 526; June, 
p. 632; July, p. 729; Aug., 


p. 830; Sept., p. 942; Dec., p. 1254 
high speed, Aug., p. 850 
Condensers(*), July, p. 750 


miniature, silvered mica*, March, 
p. 316 
paper*, Sept., p. 958 
sub-miniature — electrolytic*, = April, 
p. 446 
Condiognom*, June, p. 652 
Conductivity bridge, —transistorised*, 


June, p. 651 
Conductivity measurement, S. A. Bergen, 
Feb., p. 178 
Conductivity recorder*, July, p. 751 
Conduit strip, rubber*, June, p. 649 
Conference on “Purchasing as an aid to 
productivity”, Dec., p. 1270 
Connector, cam block electrical*, June, 
p. 650 
Connector kit*, Jan., p. 98 
Connectors: 
high temperature*, Jan., p. 104 
miniature*, April, p. 437 
printed circuit*, May, p. 545 
Consotrol range*, Feb., p. 211 
Contactors, mercury switch*, March, 
Containers, pressure*, May, p. 544 
Contamination monitor(*), Nov., p. 1165 
ground*, Feb., p. 207 
Continental Distributors 
p. 1271 
Control: 
electric power and temperature, stcp- 
less*, Dec., p. 1265 
of furnace atmosphere*, June, p. 649 
industrial, servo test equipment for*, 
March, p. 311 
of large electric arc furnaces in rela- 
tion to their effect on the supply 
system, J. W. S. Payne, Aug., 
p. 808 
of position of massive objects, paper 
on, Jan., p. 111 
remote, by v.h.f.*, April, p. 439 
for warm air furnaces*, Aug., p. 843 


Lid., Dec.. 


Control equipment, flameproof  elec- 
trical*, March, p. 325 
Control instruments, Beckman process, 


March, p. 334 


Control panel, oil refinery, Dec., p. 1268 
Control system: 

analyser, Feb., p. 192 

“Emiway”*, March, p. 316 

pneumatic, automatic, June, p. 672 
Control unit, warm air watcher*, March, 


Control valve, Wee Willie*, Sept., p. 950 
Controller: 

air-operated*, Sept., p. 948 

automatic pneumatic/electric*, March, 


Elnik*, Aug., p. 839 
liquid level*, March, p. 313 
oil burner sequence*, Sept., p. 952 


pressure, proportional air-operated*, 
Jan., p. 101 
proportional temperature”, June, 
p. 652; July, p. 750 
voltage*, May, p. 544 
Controllers: 
indicating temperature*, Jan., p. 104 
power, saturable reactors as*, May, 
Convention, International, on  Tran- 


sistors, March, p. 332 
Co-ordinate plotting table*, Aug., p. 841 
Corrosion exhibition, Oct., p. 1069 

opening, March, p. 332 
Count summator, multi-channel*, Feb.., 
p. 210 
Counter: 
electric, =©manual 
p. 446 
electro-magnetic*, March, p. 318 
y-ray proportional*, May, p. 547 


resetting*, April, 


high efficiency scintillation*, Jan., 
. 99 

medical, scintillation*, Nov., p. 1159 

non-reset electro-magnetic*, Aug.. 
p. 839 

printing*, April, p. 446 

scintillation*®, Nov., p. 1159 


Counter box, clock type*, March, p. 325 
Counting, high speed, using transistors*, 
Feb., p. 209 
Counters*, Sept., p. 955 
electromagnetic*, June, p. 654 
frequency and time*, Jan., p. 95 
Hengstler electromagnetic, 
p. 546 
Counting tube, high-speed*, June, p. 467 
Counting units, electronic*, Aug., p. 842 
Coventry Gauge and Tool Co.: 
Brechin factory, June, p. 661 
at Leipzig Fair, May, p. 553 
Creed & Co., exports, May, p. 55S 
Creep Information Centre, Aug., p. 848 
Crimping tool*, Aug., p. 839 
Crompton Parkinson: 
films, April, p. 455 
new appointments, April, p. 461 
Cutter, electrothermal glass tube*, Aug., 


May, 


Cylinders, pneumatic*, Sept., p. 947 


D 


D.C. supply, transistorised*, Sept., p. 959 
D.S.LR.: 
five-year 
p. 175 
lending library, Feb., p. 217 
Data, automatic analysis of measured, 
P. J. Rademakers, C. M. Verhagen 
and A. v. Westbroek, Feb., p. 189 
monitoring and logging equip- 
ment*, Dec., p. 1260 


plan, Commentary, Feb., 


Data 


Data processing components*,  Feb., 
p. 211 

Data processing system, KDP.10, Dec., 
p. 1249 

Data processing systems, a precision 
recorder for, D. Broder, Nov., 


p. 1127 
Data recorder, digital*, Nov., p. 1165 
Davis, C. W. V. (Research and Control 
Instruments Ltd.), Dec., p. 1273 
Davis and Thompson, change of name, 
June, p. 667 
De Havilland Propellers Ltd., system 
engineering group, Nov., p. 1169 
Dead reckoning, D. A. Senior, Jan., p. 70 
Dean, Sir J. (B.1-C.C.), April, p. 461 
Dee, C. (Associated Automation Ltd.), 
Nov., p. 1176 
Defence, instruments of, March, p. 307 
Deioniser(*), July, p. 745 
Eigastat*, April, p. 436 
Dekameter*, Jan., p. 103 


Delay lines, magnetostrictive*, Feb., 
p. 207 

Demonstration vans, Commentary, Oct., 
p. 1029 

Densitometer, personnel _ protection*, 
April, p. 447 

Detecior: 


bridge*, Feb., p. 211 
coatings*, June, p. 658 
fault, for high voltage power lines*, 
Sept., p. 948 
for liquid gases*, Aug., p. 841 
oil mist temperature*, May, p. 545 
Dewpoint meter*, Aug, p. 835 
Digilite, indicator*, Sept., p. 953 
Diodes, Zener voltage reference*, June, 
p. 658 
Dispenser, barrel*, April, p. 443 
Displacement calibration during the re- 
cording of a sinusoidal move- 
ment, G. Hodgson and J. 
McKenzie, Sept., p. 917 
Distance meter*, Sept., p. 957 
Distance-velocity lag simulator, 
ND.111, Jan., ». 84 
Distillation apparatus, automatic*, April, 


type 


Distillers Plastics Group, appointments, 
June, p. 667 

Doig, A.: A portable automatic cable 
tester, April, p. 426 

Domotor*, April, p. 439 

Doran Instrument factory, May, p. SSI 

Dotson, C. (Texas Instruments Ltd.), 
March, p. 348 

Dowty Rotol deal, April, p. 455 

Drallim Industries, Oct., p. 1067 

Drayton Johnson Ltd., June, p. 661 

Drew, H. E. (M.o.S.), April, p. 459 

Driver, J. C. (West Instrument 
Feb., p. 224 

Duerden, F. (Bruce Peebles & Co. Ltd.), 
Aug., p. 858 

Duke of Edinburgh, July, p. 755 

Dyett, B. T. (R. B. Pullin), April, p. 459 


Ltd.), 


E 
E.D.A. office bearers, July, p. 759 
E.F.F.L, Commentary, Dec., p. 1233 
E.M.L: 
appointments, March, p. 350 
automatic die production, April, p. 458 
colour television, June, p. 666 
computer for Australia, Sept., p. 966 
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E.MLI. (cont.): 
data processing system at 
Feb., p. 216 
equipment at ILR.E. Show, May, p. 551 
tour, Sept., p. 962 
E.M.I. Electronics Ltd.: 
B.B.C. contract, Jan., p. 109 
computer training course, Jan., p. 111 
export drive, May, p. 555 
at Leipzig Fair, May, p. 553, p. 555 
TV for nuclear research reactor, Jan., 
p. 109 
“Ease” in London, March, p. 331 
Eccles, Sir D., June, p. 669 
Edgefinder*, Nov., p. 1165; Dec., p. 1264 
Edgewise meter*, Sept., p. 956 
Education of instrument technologists 
and control engineers, J. F. 
Coales, June, p. 623 
Education in instrumentation, Comment- 
ary, Oct., p. 1029 
Edwards, Sir Ralph A. B. (Elliott Bros. 
(London) Ltd.), Feb., p. 222 
Ekco Electronics Ltd.: 
Danish reactor, April, p. 453 
Italian exhibit, Aug., p. 848 
in Italy, Aug., p. 850 
radar for Greece, Dec., p. 1271 
Ekco Nucleonics Ltd., sales tour, Oct., 
p. 1065 
Elcotector*, Jan., p. 98 
Electrical Engineers’ Exhibition: 
Commentary, May, p. 515 
review of new _ instruments, 
p. 530 
Electrical Show, opening, March, p. 333 
“Electrified production”, March, p. 333 
Electricity, industria! uses of, Oct., 
p. 1066 
Electricity supply, controlled by com- 
puter, Sept., p. 944 
Electrofio training school, April, p. 458 
Electro-heat, intermational congress on, 
April, p. 456 
Electrolube*, Nov., p. 1165 
Electrolytic*, Jan., p. 96 


Harwell, 


May, 


Electrometer, vibrating reed*, Nov., 
p. 1159 
Electronic Calibration Centre, services 


and facilities of the, Jan., p. 86 
Electronic Computer Exhibition, Com- 
mentary, Jan., p. 41 
Electronic Engineering 
May, p. 553 
Electronic parts, accelerated life testing 
of, Feb., p. 188 
Electro-pneumatic sequence 
equipmext, June, p. 620 
Electropol Processing, expansions, Nov.., 


Association, 


control 


Elga Products Ltd., new factory, Aug., 


Elgastat deioniser*, April, p. 436 
Elliott-Automation: 
Canadian Curtiss-Wright 
June, p. 661 
exports, May, p. 555 
sales figures, April, p. 457 
subsidiary, March, p. 329; May, p. 554 
Elliott Brothers (London) Ltd.: 
expansion, Dec., p. 1271 
order, Dec., p. 1272 
Elliott Nucleonics, 
p. 964 
Ellson, P. B.: Queueing-time indicator 
for use in a moving vehicle, July, 
p. 736 


agreement, 


exhibition, Sept., 
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Emery, A. C. (The Plessey Co. Ltd.), 
March, p. 350 

Emiac II, tour, April, p. 458 

Emidec computer for Sainsbury, July, 
p. 760 

Emirad monitors, order, Dec., p. 

“Emiway”*, March, p. 316 

“Endurion”*, Nov., p. 1163 

Engineers, professional, the making of, 
Nov., p. 1157 

England, Dr. T. S. (Radar Research 
Establishment), March, p. 348 

England finder*, May, p. 543 

English Clocks for Rhodesia, 
p. 555 

English Electric: 

appointments, May, p. 560; July, p. 764 
contract, Sept., p. 966 

English Glass Co., appointments, May, 
p. 560 

Eput meter*, March, p. 321 

Ergonomics conference, June, p. 662 

Ericsson Telephone Laboratories, air 
conditioning, April, p. 455 

Essen, L. (N.P.L.), July, p. 764 

Euratom Commission visit, April, p. 454 

Ever Ready Co. (Great Britain) Ltd., 
export drive, Dec., p. 1272 

Evershed and Vignoles Ltd.: 
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May, 


Canadian organisation, Nov., p. 1172 
representation, Feb., p. 218 
Exhibition: 
English Electric Valve Co., March, 
p. 335 


meirology and research, March, p. 335 
Exhibitions, Commentary, Sept., p. 915 
Exports, to U.S.S.R., Commentary, Aug., 

p. 807 


F 
F.R.E.D., March, p. 300 
Fabric for cleaning*, Aug., p. 841 
Fan protection*, Sept., p. 949 
Fault detection, June, p. 666 
Fearnside, K. (Smiths Aircraft 
ments Ltd.), Sept, p. 970 
Feed-through insulator*, Feb., p. 211 
Ferranti Anaconda Wire & Cable Co., 
order, Nov., p. 1172 
Ferranti Ltd.: 
appointments, Dec., p. 1273 
artificial horizon, March, p. 334 
computer exports, May, p. 557 
conference, April, p. 457 
eleciricity meters, Sept., p. 961 
equipment at Kariba, May, p. 555 
extension, Sept., p. 964 
Perseus, July, p. 762 
Ferraris, Fred, Ltd., new division, Jan., 
p. 110 
Fielden Electronics Ltd., appointments, 
Feb., p. 222 
Figure reading device, March, p. 300 
Films, polarised*, Sept., p. 948 
Filters, air*, July, p. 752 
Fire endurance, estimation by analogue 
computer, April, p. 432 
Firth Cleveland Group: 
headquarters, Aug., p. 848 
new company, Oct., p. 1067 
new installation, June, p. 661 
Fischer & Porter, appointments, Aug., 
p. 856 
Flame failure control*, Feb., p. 213 
Flame-trap ancillary unit*, May, p. 541 


Instru- 
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Flanged instruments*, Nov., p. 1163 
Flanges*, April, p. 437 
Flash tube*, April, p. 441 
Fleming Radio Developments, 
June, p. 663 
Fleuret, J. S. (Northey Rotary Com- 
pressors Ltd.), March, p. 350 
Flow alarm, photoelectric*, July, p. 751 
Flow indicators, variable*, June, p. 652 
Flow recorder*, Feb., p. 209 
Flowerdew, Lt.-Col. J. PP. (Servomex 
Controls Ltd.), Feb., p. 221 
Flowmeter, electronic*, Sept., p. 953 
Flowmeter scaling, standardisation of 
variable area, June, p. 618 
“Fluorosint”*, Aug., p. 843 
Force measuring device, chocsing a, 
K. H. Pickup, Nov., p. 1139 
Foresight Productions, change of name, 


visitor, 


Aug., p. 851 

Forthcoming events, Jan., p. 114; March, 
. 338; Sept., p. 966; Nov., p. 
1174; Dec., p. 1274 


Fountain pen production, March, p. 331 
Foxboro-Yoxall Ltd.: 
10 year club, Jan., p. 110 
anniversary, Nov., p. 1167 
dinner, Dec., p. 1267 
Frequency meter*, Oct., p. 1057 
Frequency and time measuring equip- 


ment, transistorised*, April, 
p. 435 

Frequency standard, ammonia maser, 
Oct., p. 1065 

Fuel flow rates, standardising, Oct., 
p. 1047 

Function generator, non-linear*, Nov., 
p. 1160 

Furnace atmosphere’ control*, June, 
p. 649 


Furnaces, electric arc, control of in rela- 
tion to their effect on the supply 
system, J. W. S. Payne, Aug., 
p. 809 

Furse, factory extension, May, p. 553 


Furse, J. D. (Furse Co. Ltd.), April, 
p. 461 

Furse, P. (Furse Wholesale Ltd.), May, 
p. 558 


G 


G.E.C. Semiconductors, Dec., p. 1243 

G.E.C. transistor changes, April, p. 458 

Gapmeter*, Oct., p. 1060 

Gardner, G. T. P. (B.M.B. Sales Ltd.), 
Aug., p. 856 

Garnier, P. M. (Fred Ferraris 
June, p. 669 

Gases, aerodynamic behaviour of, Jan., 
p. 91 

Gate Machinery Co. Ltd., March, p. 330 

Gauge: 

caliper, for cylindrical 

Feb., p. 205 


Ltd.), 


grinders*, 


flame-proof electronic*, Oct., p. 1058 

tensile stress*, March, p. 326 
Gauges: 

inspection*, Jan., p. 97 

pressure, evaluation of transducer- 


type, March, p. 303 

Gauging and size control equipment*, 
Sept., p. 951 

Gay, J. A. (United Kingdom Atomic 
Energy Authority), Feb., p. 224 

General Controls Ltd., Dec., p. 1270 








General Precision Systems Ltd., Dec., 
p. 1267 
Generator: 
Lf.*, June, p. 657 
precision pulse*, Jan., p. 105 
signal*, April, p. 445 
thermoelectric, July, p. 757 
Gibb, Sir Claude, award to, March, 
p. 348 
Gilbert, R. L. G.: A temperature 


monitoring system for nuclear re- 


actors, Dec., p. 1235 

Goldup, T. E. (Mullard Ltd.), Nov., 
p. 1176 

Goodban, G. H. C. (Press & Shear 
Machinery Co. Ltd.),  Feb., 
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Gordon, James & Co. Ltd., new factory, 
Jan., p. 111; March, p. 335 
Gordon, I. H. (Marconi Instruments 
Ltd.), Aug., p. 858 

Gordon, J. (Valves) Ltd., Feb., p. 215 

Gould, P. (British Central Electrical Co. 
Ltd.), Jan., p. 115 

Gouriet, G. G. (Wayne Kerr Labora- 
tories), Feb., p. 222 

Graduates in industry, 
May, p. 515 

Grainger, L. (United Kingdom Atomic 
Energy Authority), Feb., p. 221 

Gray, A. J. (Ferranti Ltd.), Feb., p. 222 

Green, R. J. (Technograph Printed Cir- 
cuits Ltd.), Feb., p. 222 

Gregson, W. K. (Short & Mason), July, 


Commentary, 


. 764 

Gresham Transformers Ltd., approval 
certificate, Jan., p. 111; exports, 
July, p. 762 

Griffin, §. N. (Teddington Industrial 


Equipment Ltd.), Nov., p. 1176 
Griffin & George Co. Ltd.: 
appointments, Sept., p. 970 
at Lisbon Trade Fair, June, p. 663 
Griffin & George (Research and Develop- 
ment) Ltd., March, p. 335 
Griffiths, A. (Sterling Industries Ltd.), 
Jan., p. 115 
Grinsted, W. H. (Siemens Edison Swan 
Ltd.), Dec., p. 1273 
“Grips On’*, Jan., p. 107 


Grub screws, British Standard, April, 
p. 463 ’ 
Guided missiles, heat seeking instru- 

ments for, May, p. 529 
H 
Haddon’ Transformers, new factory, 
Aug., p. 847 
Hagan Controls Ltd., Oct., p. 1067 


Haigh, D. G. (Chloride Batteries Ltd.), 
March, p. 346 

Hall, P. D. (Ferranti Ltd.), Feb., p. 221 

Halsall, J. R.: A new straight line pen 
mechanism, Aug., p. 815 

Halsbury, Earl of (Lancashire Dynamo 
Electronic Products), July, p. 764 

Halsbury, Lord (Lancashire Dynamo 
Holdings Ltd.), April, p. 463 

Halstead, T. H. (Honeywell Controls), 
May, p. 560 

Hammond, R.: Automation  Instru- 
mentation at Vauxhall Motors, 
Jan., p. 45; Feb., p. 196; March, 
p. 295 

Hanover Trade Fair, British Electronics 
at, April, p. 455 


R. E. and Willison, W. E.: 
Analogue computers, Jan., p. 48 
Hart, G. E. (Chamberlain Industries 
Limited), Oct., p. 1070 
Hartop, W. A. (George Kent), 
p. 560 
Harwell Reactor School, course on con- 
trol and instrumentation, March, 
p. 302; Dec., p. 1270 
Hayward, J. A. (Firth Cleveland Group), 
March, p. 348 
Hearne, P. A. (Elliott Brothers (Lon- 
don) Ltd.), Dec., p. 1274 
Heating, industrial electric, 
p. 1169 
Heenan & Froude, exports, May, p. 557 
Hewetson, E. J. H. (Chamberlain 
Industries Ltd.), April, p. 461 
Hewitt, R. S. (Elliott Bros. (London) 
Ltd.), June, p. 669 
Heywood, D. G. (Hilger & Watts Ltd.), 
Aug., p. 858 
High speed cinematography of industrial 
ares, J. C. Needham, Nov., p. 1132 
High voltage supply, stabilised*, Dec.. 
p. 1264 
Hilger & Watts Ltd.: 
German branch, April, p. 454 
I.R.D. amalgamation, Dec., p. 
U.S.A. associates, April, p. 454 
Hill, C. G. (London Electric Wire Co.), 
Nov., p. 1176 
Hillier, A. (Sperry Gyroscope Co. Ltd.), 
Aug., p. 858 
Hivac tubes*, May, p. 547 
Hodgson, G. and McKenzie, J.: Dis- 
placement calibration during the 
recording of a sinusoidal move- 
ment, Sept., p. 917 
Holiday detectors*, June, p. 658 


Hare, 


May, 


Nov., 
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Hollerith (Australia) Pty. Ltd., Sept., 
p. 966 

Holman Brothers Ltd., expansion, Dec., 
p. 1271 

Honeywell Controls, sales conference, 
May., p. 554 


Horridge, J. (George Kent Ltd.), Feb., 
95> 
Hotblack, H. D. T. Lid.), 
April, p. 459 
Howard, F. G. T. (British Central Elec- 
trical Co. Ltd.), Nov., p. 1176 
Hudson, M. (Rockweld Ltd.), March, 


(Plannair 


p. 348 
Hughes, J. R. (Hivac Ltd.), April, p. 459 
Arthur Hughes prize, June, p. 662 
Humidity controllers*, Sept., p. 957 


Hunking, A. L. (Westool Ltd.), Dec., 
p. 1274 
Hutchinson, C. G. (Data Recording 


Instrument Co. Ltd.), Sept., p. 970 


Hutton, A. F. (Negretti & Zambra), 
July, p. 764 
Hygrometer: 


alarm*, Aug., p. 844 
recording*, Feb., p. 213 
“Hyvacoilfil’*, May, p. 544 


J 
1.B.M.: 
educational centre, July, p. 755 
World Trade Labs. Corp., subsidiary, 
April, p. 454 
ECT: 
award, Sept., p. 961 
calculator, applications, May, p. 552 
exhibitions, Oct., p. 1066 


INSTRUMENT PRACTICE INDEX, 


lecture in Holland, April, p. 458 
new company, March, p. 350 
spares, Oct., p. 1065 
subsidiary, June, p. 667; July, p. 760 
L.E.A., Exhibition, Commentary, April, 
p. 403 
representatives, July, p. 755 
I.M.E.K.O., June, p. 661 
I.R. detectors, synthetic sapphire as 
sensing element in, April, p. 410 
1.S.A.: 
conference, Aug., p. 851 
meetings, Aug., p. 850 


Iddon, P. (Multicore Solders), Dec., 
p. 1274 
Impedance, absolute standards for*, 


March, p. 311 
Impedance comparator, direct reading*, 
June, p. 649 
Incubator, “Bara” 
p. 657 
Indicator: 
high voltage*, July, p. 750 
peak pressure*, July, p. 752 
potential*, March, p. 315 
queueing-time for use in a moving 
vehicle, P. B. Ellson, July, p. 736 
Indicator tube, decimal*, June, p. 657 
Indicators: 
air velocity*, Aug., p. 843 
maximum demands*, Feb., p. 210 
Industrial ares, high speed cinemato- 
graphy of, J. C. Needham, Nov., 
p. 1132 
Industrial Control System Components 
Conference, May, p. 554 
Industrial Electronics Exhibition, July, 


wide range*, June, 


Industrial R.F. Heating Exhibition, Dec., 


. 1268 
Industrial Instruments Ltd., new agency, 
Feb., p. 215 
Industrial meter, moving coil*, Oct., 
1063 


Industrial processes, a guide to com- 
puter control of, Nov., p. 1151 

Inertial navigation system for stand-off 
bomb, Feb., p. 217 


Ingham, L. (Chloride Batteries Ltd.), 
Jan., p. 115 

Instam, June, p. 662 

Institute of Physics, election, Aug., 

Institution of Mechanical Engineers, 
new journal, Feb., p. 219 

Institution of Production Engineers, 


officers, Aug., p. 856 
Institution of Plant Engineers, change of 
name, March, p. 329 
“Instrument Construction”, July, p. 760 
Instrument manuals and servicing, E. G. 
Kingham, April, p. 411 
Instrumentation: 
in the coal mining industry, A. E. 
Bennett, April, p. 417 
laboratory, in the oil and chemicals 
industry, R. J. Taylor, Feb., p. 194 
in the paper-making industry, L. A. 
Le Breton, Dec., p. 1240 
for quality control, Physical Society 
Exhibition, March, p. 289 
in Russia, Commentary, Feb., p. 175 
in the U.S.A., trends and develop- 
ments, A. J. Maddock, Sept., 
p. 922 
Instrumentation and control of a stock 
preparation plant, Jan., p. 52 
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Instruments: 
of defence, March, p. 307 
heat seeking, for guided missiles, May, 
p. 529 
Insulator, feed-through*, Feb., p. 211 


International Instruments Show, fifth, 
March, p. 334; June, p. 643 
International Inventors’ Exhibition, June 

p. 663 
International Transistor 
review, July, p. 733 
Iraq, nucleonic gauges, Sept., p. 968 
Isotope Developments Ltd.: 
continental tour, Dec., p. 
at Leipzig, April, p. 458 
Polish visitors, Jan., p. 111 


J 
Jackson, F. T. (Telephone Manufactur- 
ing Co. Ltd.), Oct., p. 1070 
Jackson, R.: Theoretical models of pneu- 


Exhibition, 
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matic control apparatus, Sept., 
p. 926 
Johnson Matthey, Metalli Preziose 
agreement, June, p. 663 
Jones & Shipman showrooms, April, 
p. 454 
K 
Kelvin & Hughes: 
exports, May, p. 557 
mobile demonstration unit,  Jan., 


p. 111 
Kelvin & Hughes (Aviation) Ltd., new 
premises, Jan., p. 113 
Kelvin House opening, June, p. 659 
Kemhadjian, H.: A summary of tran- 
sistor amplifier fundamentals, 
Oct., p. 1049 
Kent, George, Ltd.: 
apprentice prize giving, April, p. 457 
conference, Nov., p. 1172 
long service dinper, Jan., p. 110 
Kershaw, T. (Amar Gauge & Tool Co.), 
July, p. 764 
Ketay Ltd.: 
M.o.S. approval, May, p. 552 
technical approval, June, p. 661 
Kingham, E. G.: Instrument manuals 
and servicing, April, p. 411 
Klockner Moeller England Ltd., expan- 
sions, Nov., p. 1171 


L 
Labjack*, Jan., p. 95 
Lamp, signal*, Feb., p. 205 
Lancashire Dynamo Electronic Products 
Litd., planned maintenance scheme, 


Dec., p. 1267 

Lasenby, J. S. (Everett Edgcumbe), 
March, p. 348 

Lawrence, E. (P. X. Fox Ltd.), Feb., 


Le Breton, L. A.: Instrumentation in the 


paper-making industry, Dec., 
p. 1240 
Leak detector, mass spectrometer*, May, 


p. 541 
Leake, F. W. (B.LC.C.), Dec., p. 1273 
Lectures, on measurement and control 
engineering, Oct., p. 1067 
Lee, E. M. (R.E.C.M.F.), May, p. 558 
Leslie, S.C. (Associated Electrical 
Industries), Feb., p. 221 
Level control: 
centralised*, Sept., p. 957 
transistorised*, Jan., p. 95 


INSTRUMENT 


PRACTICE INDEX, 


Level control equipment, price reduc- 
tion, May, p. 552 
Level controller: 
liquid*, March, p. 313 
transistorised _electronic/pneumatic*, 
March, p. 326 
“Leveltron”*, June, p. 658 
Leweos and A.E.L, Feb., p. 217 
Lewis, J. R. H.: Calibration of accelero- 
meters, April, p. 405 
Ley, M. H. (Westool Limited), 
p. 970 
Life testing, accelerated, of electronic 
parts, Feb., p. 188 
Load indicator unit, automatic*, June, 
p. 651 
Logging and monitoring equipment for 
chemical plant, April, p. 413 


Sept., 


Londex Ltd., representatives, June, 
p. 663; Dec., p. 1268 
Lorkin, D. C. (Lancashire Dynamo 


Holdings Ltd.), Feb., p. 222 
Loveless, Dr. N. (Smiths Aircraft Instru- 

ments Ltd.), Nov., p. 1176 
Lyons, G. J. (Institution of 

Engineers), Oct., p. 1070 
Lucas-Tooth, H. J.: X-ray analysis—the 


Plant 


modern analytical tool, March, 
p. 284 
M 
M.E.R.L. research summaries, Feb., 


p. 201; April, p. 416 
Machine tool control systems, automatic, 
Sept., p. 938 
Maddock, A. J.: Trends and develop- 
ments in instrumentation in the 
U.S.A., Sept., p. 922 
Magnet, Newton-Victor 
Jan., p. 101 
Magnetic amplifier*, Dec., p. 1265 
Magnetism, aspects of, conference on, 
Feb., p. 2t8 
Magnets, permanent*, April, p. 436 
Magnifier(*), Nov., p. 1163 
stereoscopic*, Sept., p. 948 
Mains failure alarm bell*, June, p. 658 
Malec, L. (Solartron Radar Simulators 
Lid.), May, p. 560 
Mallory: 
1,000*, April, p. 439 
No-Chat*, May, p. 542 
Manometers, Kew, proportions of, May, 
y S37 
Manufacturers’ Publications, Feb., p. 224; 
April, p. 463; June, p. 658; Aug., 
p. 852; Oct., p. 1072; Dec., p. 1272 
Marconi Instruments Ltd.: 


PMX eye*, 


Canadian contract, Dec., p. 1272 
dollar order, Sept., p. 966 
exports, May, p. 557 

fair at Ljubljana, Nov., p. 1169 


inspection equipment, Jan., p. 113 
private exhibition, Feb., p. 219 
radar defence system, Nov., p. 1174 
Swedish order, Sept., p. 968 
telecommunication measuring equip- 
ment exhibition, March, p. 306 
X-ray unit, Sept., p. 962 
Marconi International Marine Com- 
munication Co. Ltd., radio aids, 
Jan., p. 109 
Marconi Marine, Sept., p. 966 
Marking ink*, July, p. 752 
Marks, C. G. (British Central Electrical 
Co.), July, p. 764 
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Marland, E. (Plessey Co. Ltd.), Feb., 
. 221 

Marshall, A. S. (Electronic Engineering 
Association), March, p. 350 

Masterotor control unit, July, p. 725 

Mather & Platt, Russian exports, May, 


p. 557 
Maximum demand _indicators*, Feb., 
p. 210 
McKenzie, J. See Hodgson, G. 
Measurement, continuous, optical, of 


width of hot rolled strip, C. Burns 
and J. W. Stevens, March, p. 277 
Measuring equipment, small-bore*, Sept., 


p. 947 

Mechanical Engineering Research 
Laboratory, name change, June, 
p. 644 

Mechanisation of Thought Processes, 


symposium on, Jan., p. 51 
Medlock, R. S. (George Kent Ltd.), Oct., 
p. 1070 
Melting point apparatus*, Jan., p. 96 
Mercer, Thomas, J. F. Tennant agree- 
ment, Aug., p. 848 
Mercia Enterprises, change of 
Aug., p. 850 
Mercuryless instruments*, Jan., p. 101 
Mervyn Instruments, appointments, 
Feb., p. 221 
Mesh*, Aug., p. 837 
Meter: 
a.c. watt-hour*, March, p. 324 
carrier deviation*, March, p. 322 
daylight integrating*, March, p. 312 
HED resistance welding current*, 
March, p. 327 
moisture*, March, p. 318 
video noise level*, Jan., p. 103 
Metering pumps*, July, p. 744 
Metric system, Commentary, Aug., p. 807 
Metropolitan-Vickers, exports, May, 
p. 557 
during 1958, April, p. 454 
Micromodules*, Oct., p. 1057 
Microscope, electron, for cancer re- 
search, Jan., p. 111 
Micro-sonde, Briticent*, Jan., p. 105 
Milan Fair, July, p. 762 
Miller, J. L. (Telephone Manufacturing 
Co. Ltd.), Aug., p. 858 
Miller, J. T.: Transistors in measure- 
ment and control, May, p. 518; 
June, p. 640; July, p. 723 


name, 


Milliwattmeter, = microwave*, April, 
p. 446 

Miniature instruments, panel mounting*, 
May, p. 543 


Minister of Education, July, p. 760 
Ministry: 
of Pensions, computer, Dec., p. 1270 
of Supply, appointments, Feb., p. 222 
Moat, A. M. (Servomex Controls Ltd.), 
Aug., p. 858 
Moisture tester*, Sept., p. 956 
Moller, C. W. (Plessey Co. Ltd.), Sept., 
p. 970 
Monitor, ground contamination*, Feb., 


Monitoring and logging equipment for 
chemical plant, April, p. 413 

Monitoring system, beta-gamma _ field*, 
Feb., p. 206 

Monochromator*, Sept., p. 953 

Morgan, J. H.: Resistivity prospecting, 
Oct., p. 1031 








Morgan Crucible Co., sales office move, 
April, p. 457 
Morris, A. A. (Northey Rotary Com- 
pressors Ltd.), June, p. 669 
Motor: 
type PM.IC*, Jan., p. 104 
for vibrating drives*, Dec., p. 1259 
Motor control unit*, Aug., p. 844 
Motors, torque*, July, p. 746 
Mouldings, polypropylene*, Aug., p. 837 
Mullard Equipment Ltd., Australian 
contract, Nov., p. 1172 
Mullard Ltd.: 
educational filmstrips, March, p. 332 
educational service, Feb., p. 218 
new factory, June, p. 661 
representatives, June, p. 666 
research laboratories, 
June, p. 666 
technical papers, April, p. 429 
Multimeter, E.R.1.C. electronic*, March, 
. 326 
“Museles of Control”, June, p. 667 


extension, 


N 


N.P.L. Annual Report, July, p. 755 
Nash & Thompson - Kovo, agreement, 
Nov., p. 1167 
National Cash Register Electronics, Dec., 
p. 1271 
National Institute for Research in 
Nuclear Science, contracts, Feb.. 
p. 216 
Needham, J. C.: High speed cinemato- 
graphy of industrial arcs, Nov., 
p. 1132 
Negactor*, March, p. 327 
Negretti sports pavilion, April, p. 457 
Nelson, H. G. (English Electric Co. 
Ltd.), Feb., p. 222 
award to, March, p. 348 
New firm: Fraser-Smith, R. F., March, 
p. 331 
Nicholes, R. B. (White Electrical Instru- 
ment Co. Ltd.), Feb., p. 221 
NIFE Batteries, exports, May, p. 555 
Nitrogen plants*, April, p. 441 
Nitrogen purity tester*, Oct., p. 1058 
Nitroglycerine plant, — 1.C.1. Nobel 
Division, April, p. 451 
No-Chat, Mallory*, May, p. 542 
Non-magnetic materials, tube tester for*, 
March, p. 316 
Noton, C. H. (Semiconductors  Ltd.), 
June, p. 669 
Nozzles for spray guns*, March, p. 312 
Nuclear Equipment Co., Aug., p. 847 
Nuclear reactor power plant simulator, 
Jan., p. 81 
Nuclear reactors: 
alignment in, Sept., p. 961 
temperature monitoring system for, 
R. L. G. Gilbert, Dec., p. 1235 
“Nucleonics” Instrumentation, Nov.., 
p. 1148 
Nut, potentiometer anti-vibration*, Dec., 
p. 1265 
Nylon chain*, April, p. 437 


oO 


Oil and chemicals industry, instrumenta- 
tion in, R. J. Taylor, Feb., p. 194 
Oliver Pell Control Ltd., appointed 
agents, Feb., p. 215 
Open-hearth furnace, Kent Instrumenta- 
tion, Dec., p. 1268 


Oscillator: 
af. type RCO.59*, May, p. 541 
audio*, April, p. 439 
Oscillators, thermionic, Nov., p. 1172 
Oscilloscope(*), Sept., p. 958 
double-beam*, Oct., p. 1061 
general-purpose*, Aug., p. 837 
for h.f. pulse monitoring*, Aug., p. 842 
infinite persistence*, May, p. 542 
Oven, “Stabilec’’*, June, p. 655 





P 
Paint, protective*, May, p. 542 
Painton & Co. Ltd. and Bourns Labors- 
tories Inc., agreement, March, 
p. 332 
Panels, boiler gas circulator, July, p. 759 
Pantograph machine, bench-type*, Nov., 
p. 1160 
Paper-making industry, instrumentation 
in, L. A. Le Breton, Dec., p. 1240 
Parametric amplifier, April, p. 430 
Parker, F. H. (Fairey Aviation Ltd.), 
Sept., p. 970 
Parkinson, T. E. (Elgar Machine Tool 
Co. Ltd.), Feb., p. 222 
Parramore, E. G. (Plessey International 
Ltd.), Jan., p. 115 
Particle size analysis, sedimentation 
balance for, L. Cohen, Oct., 
p. 1036 
Parrott, H. A. (Siemens Edison Swan 
Ltd.), Aug., p. 858; Dec., p. 1273 
Partos, Dr. P. (Panellit§ Ltd.), Nov., 
p. 1176 
Patent agreement, July, p. 757 
Patents, Jan., p. 68; March, p. 304; May, 
p. 523; June, p. 635; Aug., p. 822: 
Oct., p. 1035 
Pattern-recognition systems, May, p. 517 
Payne, J. W. S.: The control of large 
electric arc furnaces in relation to 
their effect on the supply system, 
Aug., p. 809 
Pen mechanism, a new straight line, 
J. R. Halsall, Aug., p. 815 
Perseus: 
in Stockholm, Dec., p. 1272 
South Africa, computer, Nov., p. 1172 
Philips: 
research centre, July, p. 759 
universal lead castle, price reductions, 
Dec., p. 1271 
valve voltmeter, price reductions, 
Dec., p. 1271 
Photography, high-speed, June, p. 666 
Photometer, Sigrist*, July, p. 744 
Photomultiplier tube*, July, p. 746; 
Aug., p. 841 
Photomultiplier tubes*, Feb., p. 206 
Physical Society: 


apprentices’ competition, March, 
p. 345 
craftsmanship competition, Feb., 


Physical Society Exhibition: 
Commentary, Jan., p. 41 
preview, Jan., p. 53 
review on quality control instru- 
mentation, March, p. 289 
Picken, W. J. (English Electric Valve 
Co.), April, p. 461 
Pickin, J. R. (Ferranti Ltd.), Feb., p. 221 
Pickup, K. H.: Choosing a force measur- 
ing device, Nov., p. 1139 
Pipe couplings*, Oct., p. 1060 
Platinax*, March, p. 327 


Plessey Co. Ltd.: 
employees award, Jan., p. 112 
German company, June, p. 666 
magnet production, March, p. 335 
“mine” type precipitators, Sept., p. 966 
licensing agreement, July, p. 759 
sales convention, Aug., p. 849 
Swindon factory, tour of, Feb., p. 219 
U.S.A. tours, March, p. 331 
Plessey Nucleonics: 
appointments, May, p. 558 
works extension, Aug., p. 847 
Plug and socket, nylon*, Dec., p. 1262 
Pneumatic control apparatus, theoretical 
models of, R. Jackson, Sept., 
p. 926 
Pneumatics & Hydraulics for Industry, 
Exhibition and Convention, May, 


Polarograph(*), Dec., p. 1262 
manual*, Dec., p. 1265 
Mervyn-Harwell square wave*, March, 


Polarographic Society, medal, Aug., 
p. 849 
Polarography: 
2nd_—=siInternational Congress,  Feb., 
p. 215 
courses, Aug., p. 849 
Pot core assembly*, April, p. 447 
Pot cores, Vinkors*, Sept., p. 959 
Potentiometer: 
hollow spindle*, June, p. 654 
Mini thermocouple*, Feb., p. 205 
miniature wire-wound*, June, p. 650 
“non-drift” nut*, Feb., p. 210 
Poteniiometer recorder(*), Sept., p. 952 
multi-point*, June, p. 650 
Potentiometers and instruments, —pre- 
cision, resilient bufling wheels for, 
K. F. Shrubb, Aug., p. 824; Sept., 
. 932 
Powell, R. H. (Griflin & George Group 
of Companies), Sept., p. 970 
Power station efficiency, role of instru- 
ments in, R. L. Carpenter, Dec., 
p. 1244 
Power Strapping Systems Ltd., new title 
for firm, Jan., p. 110 
Power supplies, high current constant 
voltage*, March, p. 315 
Power supply, strain gauge*, Dec., 
p. 1264 
Power supply unit*, Sept., p. 949 
Power units, transistorised*, July, p. 745 
Precision voltmeters, ammeters and watt- 
meters, portable*, Oct., p. 1061 
Pressure containers*, May, p. 544 
Pressure gauge, differential*, Dec., 
p. 1262 
Pressure gauges, evaluation of trans- 
ducer-type, March, p. 303 
Pressure regulators*, July, p. 747 
Pressure transducer, vibrating cylinder*, 
June, p. 653 
Pressure transmitter, differential*, Sept., 
p. 949 
Printed Circuits Ltd.: 
information service, April, p. 454 
new service, April, p. 457 
Prism, fused silica for spectrophoto- 
metry*, Jan., p. 104 
Process control by Ferranti computer*, 
Jan., p. 97 
Production control, use of computers in, 
conference, April, p. 457 
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Projector: 
contour and proftile*, Aug., p. 842 
Shadomaster*, April, p. 441 
Protection equipment for compressors*, 
March, p. 319 
Protractor, Shadomaster*, Dec., p. 1261 
Psychrometric instrument, “Hygrophil’*, 
Nov., p. 1161 
Public test house, June, p. 663 
Publications Received, April, p. 450; 
June, p. 699; Aug., p. 851; Oct., 
p. 1063; Dec., p. 1276 
Pullin, R. B.: 
award, Aug., p. 848 
show, July, p. 757 
Pullins, precision at, April, p. 423 
Pump, small versatile*, Jan., p. 103 
Pumping unit*, March, p. 325 
Pumps: 
high vacuum rotary piston*, March, 
p. 317 
Kontak metering*, Aug., p. 838 
metering*, July, p. 744 
Pye argon chromatograph in lt 
Feb., p. 216 


.S.A., 


Pyrometer: 
infra-red radiation type TRP*, Jan., 
p. 100 
radiation*, Feb., p. 210; April, p. 436 
Q 
Quality control instrumentation at 
Physical Society Exhibition, 


March, p. 289 
Quantitrator, “Eel”*, Dec., p. 1269 
Quantometer, X-ray, Jan., p. 83 
Queueing-time indicator for use in a 
moving vehicle, P. B.  Ellson, 
July, p. 736 
Quickfit & Quartz Ltd.: 
exhibit, March, p. 334 
exhibition, June, p. 667 


R 
R.E.C.M.F. Exhibition: 
1959, June, p. 638 
Commentary, May, p. 515 
Racal Engineering Ltd., new 
Jan., p. 112 

Racal Instruments Ltd., new company, 
April, p. 454 

Rack*, July, p. 744; Dec., p. 1260 

Rack panels*, Oct., p. 1058 

Rademakers, P. J., Verhagen, C. M. 
and Westbroek, A. v.: Automatic 
analysis of measured data, Feb., 
p. 189 

Rademakers, P. J.: 


division, 


Tachometer used as 


an angular accelerometer, Feb., 
p. 177 
Radiation monitor, Nov., p. 1167 


Radiation monitoring and tracer service, 
Aug., p. 847 
Radiation monitoring service, April, 
Radio Industrial Council: 
awards, Commentary, June, p. 613 
specifications, July, p. 755 


Radiouctivity, protection from, Aug., 
p. 849 

Radiovisor Parent Ltd., award, Sept., 

Rate gyro*, Dec., p. 1260 

Reactor, saturable*, May, p. 543 

Reactor instruments, unit system for*, 


Aug., p. 845 
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Reader, automatic for high-precision 
balances, Feb., p. 202 
Recorder: 
for data processing systems, D. 
Broder, Nov., p. 1127 
flow*, Feb., p. 209 
four point temperature’, 
p. 437 
point*, Aug., p. 839 
Sfim u.v.*, June, p. 651 
strip chart*, April, p. 441 
X-Y*, July, p. 743 
Recorders*, July, p. 746 
Recording equipment, ultrasonic and 
high-frequency*, Jan., p. 105 
Recording instrument*, July, p. 744 
Rectifier, high voltage*, Sept., p. 956 
Rectifiers, silicon*, Feb., p. 206; Oct., 
p. 1057 
Redifon, flight simulator, July, p. 762 
Refractometer, continuous-flow*, Sept., 
p. 956 
Regulator: 
speed, for compressed air cylinders*, 
June, p. 650 
Zener voltage*, June, p. 658 
Regulators: 
pressure*, July, p. 747 
toroidal voltage, ‘“Troidac’*, 


April, 


March, 


“Reguplug”*, May, p. 544 
Relay(*), July, p. 745 
Clare “F’*, March, p. 317 
hermetically sealed*, Feb., p. 213 
low capacitance*, Oct., p. 1058 
low current, switching*, Sept., p. 948 
miniature a.c. chopper*, April, p. 447 
negative phase sequence*, Sept., p. 953 
P.3 sub-miniature “3000-Type”*, Jan., 
p. 99 
pneumatic selector*, Aug., p. 844 
polarised*, May, p. 547 
with ten contacts*, Jan., p. 103 
tool kit*, Dec., p. 1262 
type LF*, March, p. 326 
with variable contacts*, Feb., p. 209 
Relay control*, Sept., p. 952 
Relays(*), Feb., p. 206 
C & § plug-in*, Jan., p. 105 
for liquid level measurement*, Aug., 
p. 845 
mercury wetted contact*, Dec., p. 1265 
Sensitact precision measuring*, Jan., 


“Remscope”*, May, p. 545 

Research & Control Instruments Lid., 
Dec., p. 1268 

Research station, in Scotland, April, 

Resistance-capacitance box*, Oct., p. 1061 

Resistivity prospecting, J. H. Morgan, 
Oct., p. 1031 

Rigidex, appointments, June, p. 667 

Rigler, N. E. (E. K. Cole Ltd.), Aug., 
p. 858 

Road building, 
p. 1041 

Robinson, K. A. (Lancashire Dynamo 
Electronic Products Ltd.), March, 


automation in, Oct., 


p. 350 

Robinson, W. J. (British Pitometer Co.), 
May, p. 558 

Robotug, E.M.I.  driverless _ trolley 


system, June, p. 615 
Robotug installations, Sept., p. 691 
Rockweld factory, May, p. 551 
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Rocol Ltd.: 
appointments, July, p. 764 
exports, Jan., p. 110 
Role of instruments in power station 


efficiency, R. L. Carpenter, Dec., 


p. 1244 
Rolls-Royce aero engine altitude test 
plant, heating and_ ventilating 


equipment in the, Jan., p. 86 


Roundness measuring machine*, Dec., 
p. 1264 
Royston Instruments, price reduction, 


June, p. 662 

Ruggles, P. C. (English Electric Valve 
Co.), March, p. 346 

Russian scientists, visitors, April, p. 454 


S 
S.LM.A.: 
Convention, Commentary, Nov., 
p. 1125 
at the Dorchester, June, p. 663 
members at C.O.1L, Feb., p. 216 
president, Aug., p. 856 
Seventh Annual Convention, Jan., 
S.L.T., Commentary, Sept., p. 915 
S.T.C., appointments, April, p. 461 
Salford Electrical Instruments — Ltd., 
new instrument assembly room, 
Jan., p. 111 
Sanders, G. S. (Solartron Electronic 


Group Ltd.), Feb., p. 222 
Sandmaster moisture meter*, March, 
Sapphire, synthetic, as sensing element 

in i.r. detectors, April, p. 410 
Saro-Nuclear Enterprises Ltd., March, 

p. 335 
Savage & Parsons, Sept., p. 966 
Scales, automatic*, Aug., p. 839 
Scottish cables, B.LC.C., agreement, 

Aug., p. 850 
Scottish Industries Exhibition, 

p. 458; July, p. 757 
Sealer, automatic impulse heat*, April, 

p. 45¢ 
Sealing plant, hermetic*, May, p. 544 
Sedimentation balance for particle size 

analysis, L. Cohen, Oct., p. 1036 
Semiconductor devices, May, p. 538 
Semiconductors Ltd., board, Sept., p. 970 
Senior, D. A.: 

Dead reckoning, Jan., p. 70 
scientific attaché, May, p. 560 
Sensing element in i.r. detectors, April, 

p. 410 
Separators, battery, controlling thickness 

of, March, p. 309 
Sequencing system*, Sept., p. 957 
Servo amplifier(*), March, p. 312 

transistor®, Sept., p. 959 
Servo multiplier*, Nov., p. 1161 
Servo test equipment for industrial con- 
trol*, March, p. 311 
Servomex Controls Ltd.: 
agreement, April, p. 456 
exhibition, Sept., p. 964 
gift, July, p. 760 
Setterington, R. A. See Atkins, P. A. 
Shadomaster Minor 60*, May, p. 547 
Shadomaster projector*, April, p. 441 
Shrubb, K. F.: Resilient buffing wheels 
for precision potentiometers and 
instruments, Aug., p. 824; Sept., 
p. 932 


April, 





Sieger, J. (Engineering Concessionaries), 
April, p. 459 
Siemens Edison Swan Ltd.: 
reorganisation, Feb., p. 219 
valve order, Aug., p. 848 
Signal source, d.c.*, May, p. 543 
Silicon diodes*, Nov., p. 1163 
Silistors*, Dec., p. 1262 
Silvering coating, thermosetting*, May, 
. 546 


Sim, J. (Westool Ltd.), April, p. 461 
Simmonds, J. C. (Airmec Ltd.), 
p. 1273 
Simmonds, K. R. (International Rectifier 
Co. (Gt. Britain)), Dec., p. 1274 
Simmonds Aerocessories Ltd.: 
representatives visit Norway, March, 


Dec., 


subsidiary, Feb., p. 215; April, p. 453; 
July, p. 759 
Swedish offices, Nov., p. 
visitors, June, p. 663 
visit to Holland, April, p. 456 
Simulator: 
distance-velocity lag type ND.111, Jan., 


172 


for nuclear reactor power plant, Jan., 


p. 8 

Sinclair, K. G. (Griffin & George Co.), 
March, p. 350 

Sinusoidal movement, displacement 
calibration during the recording 
of, G. Hodgson and J. McKenzie, 
Sept., p. 917 

Sirius computer*, July, p. 745 

Slug, burst, detection system for*, Jan., 

00 


Smith, S. & Sons, new appointments, 
March, p. 346 
Smiths: 
Cheltenham factory, Sent., p. 962 
components, price reductions, Dec., 
p. 1271 
precision gyro, March, p. 339 
representatives, Dec., p. 1273 
Smiths Industrial Instrument Division, 
demonstration unit, Nov., p. 1171 
Smiths-Sperry instrument plans, March, 
p. 330 
Smoke: 
alarm equipment*, Jan., p. 99 
density, indicator*, Sept., p. 956 
eliminator*, April, p. 435 
Smoothrator*, Sept., p. 959 
Smyrk, P. G. (Johnson, Matthey), April, 
p. 461 
Society of Environmental 
Sept., p. 962 
Society of Instrument Technology, 
Jan., p. 116; Feb., p. 224; March, 
p. 341; May, p. 562; June, p. 670; 
Aug., p. 853; Dec., p. 1276 
Solartron nn pick-ups, March, 
p. 335 
Solartron Electronic Group Ltd.: 
Anglo-American agreement, 
p. 110 
factory lighting, May, p. 552 
increased production, Jan., p. 109 
at Indian Science Congress exhibition, 
March, p. 331 
productivity services, March, p. 329 
radar simulation system, Sept., p. 966 
radar simulator, July, p. 762 
rights issue, Feb., p. 219 
Swedish company, Feb., p. 219 


Engineers, 


Jan., 


Solder pins*, Sept., p. 947 
Soldering iron, sub-miniature*, May, 
p. 545 
Solenoid valve(*), Sept., p. 951 
for control of de-ionised water*, Aug., 
p. 845 
for heavy fuel oils*, Aug., p. 839 
safety shut-off*, Aug., p. 844 
for viscous oils*, March, p. 312 
Sorteberg force bridge*, Sept., p. 953 
Southern Instruments Ltd.: 
associates, July, p. 759 
distributors, Aug., p. 848 
expansion, Dec., p. 1271 
mobile unit, Dec., p. 1267 
new department, April, p. 453 
Soviet instrument manufacture, 
p. 301 
Space analogue computer*, July, p. 747 
Space flight simulation, Oct., p. 1065 
Spacematic, measuring and _ control 
system of*, July, p. 746 
Spectrometer: 
mass*, Sept., p. 955 
leak detector*, May, p. 541 
Solartron X-ray XZ 736*, Jan., p. 101 
Spectrophotometer, Sept., p. 956 
Spectrum analyser*, Aug., p. 838 
Speedy, C. B. (Lion Electronic Develop- 
ments Ltd.), Aug., p. 858 
Sperry Gyroscope Co.: 
appointments, March, p. 346 
board changes, Sept., p. 970 
Spire fastening, Oct., p. 1066 
Spray: 
anti-static*, June, p. 655 
for molybdenised lubricants*, March, 
p. 326 
Spurling F. H. (E. K. Cole Ltd.), April, 
p. 463 
Square D, appointments, Aug., p. 856 
Stabilisers, resin cast neon*, April, p. 443 
Standard Telephones & Cables: 
exports, May, p. 557 
Irish contract, Nov., p. 1172 
Standards’ engineers’ conference, June, 


March, 


Stanton Instruments Ltd., guarantee, 
Jan., p. 113 

Star Aluminium, new laboratory, April, 
p. 455 

Statham, W. H. (Birlec Ltd.), Dec., 
p. 1273 

Steel industry, computer in the service 
of the, Jan., p. 88 

Stephenson, J. D. (Mullard Ltd.), April, 
p. 348 

Sterilising equipment*, April, p. 439 

Stern, H. G. (Londex Ltd.), Oct., p. 1070 

Stevens, J. W. See Burns, C. 

Steward, S. F. (Lancashire Dynamo 
Holdings Ltd.), April, p. 461 

Stirrer*, May, p. 543 

Stobbs, R. W. (Preformations 
April, p. 459 

Stock preparation plant, instrumentation 
and control of, Jan., p. 52 

Storage tubes, direct viewing, 


Ltd.), 


May, 


Stresa Nuclear Energy Conference, July, 
p. 755 

Strip width measurement, C. Burns and 
J. W. Stevens, March, p. 277 

Stroboscope*, Oct., p. 1063 

Strontium 90, measurement of, Aug., 
p. 847 
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Sunvic Controls Ltd.: 
control instruments, Nov., p. 1169 
mobile exhibition tour, May, p. 551 
process instrumentation symposium, 
Feb., p. 218 
sales managers, March, p. 348 
Supply unit, stabilised power*, 
p. 744 
Switch: 
air flow*, Oct., p. 1060 
miniature line cord*, March, p. 322 
plug-in, limit*, July, p. 743 
rotary wafer*, June, p. 654 
Switch tripping equipment, Nife*, Jan., 
100 


July, 


Switchboard instruments*, Sept., p. 952 
Switches, sparkless*, March, p. 327 
Symposium: 
on Instrumentation and Computation 
in Plant Design, Commentary, 
July, p. 721 
on the optical pyrometer temperature 
seale, July, p. 727 
Synchro-pointer*, March, p. 321 
Synchro resolvers*, Aug., p. 842 


T 
T.LM.S., 6th International 
Aug., p. 848 
Tables, compound sine angle*, April, 


p. 443 
Tachogenerators, price reduction, May, 


Congress, 


Tachometer(*), Nov., p. 1165 
alternator*, March, p. 313 
differential*, July, p. 747 
used as an angular accelerometer, 

P. J. Rademakers, Jan., p. 177 

Tait, Air Commodore N. A. (Simmonds 

Aerocessories Ltd.), Oct., p. 1070 
Tape reader, punched*, Nov., p. 1159 
Taylor, J. E. (Marconi Instruments), 
April, p. 461 

Taylor, R. J.: Laboratory instrumenta- 

tion in the oil and chemicals 

industry, Feb., p. 194 
Controls, expansions, 

p. 1171 
Midland area office, June, p. 666 

Tecalemit, British Filters link, April, 


Taylor Nov., 


Technical _ institutions, © Commentary, 
April, p. 403 

Technicon Instruments Co. Ltd., Nov., 
p. 1169 

Technograph Oct., 
p. 1070 

Teddington Aircraft Controls Ltd., new 
division, Feb., p. 219 

Teddington trade-in’ service, March, 

33 


Sales Division, 


Telcon cable, Dec., p. 1267 
Telcothene, high density powder*, June, 
p. 655 


Telephone Manufacturing Co., appoint- 
ments, Sept., p. 970 
Temperature controller(*), Sept., p. 951 
proportional*, June, p. 652; July, 
750 


Temperature monitoring system for 
nuclear reactors, R. L. G. Gilbert, 
Dec., p. 1235 

Temperature scale, optical pyrometer, 

symposium on, July, p. 727 

equipment, transistor*, March, 

p. 323 


Test 
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Test rig, atomic energy temperature*, 
Jan., p. 97 
Test set: 
portable hydraulic*, April, p. 442 
pressure and vacuum*, March, p. 325 
Tester: 
Budenberg gauge*, June, p. 651 
cable, portable and automatic, April, 
p. 426 
diode*, April, p. 435 
line earth loop*, Aug., p. 838 
portable potentiometer and pyro- 
meter*, Aug., p. 844 
transistor*, July, p. 743 
tube, for non-magnetic metals*, March, 
. 316 
oanex insulation and earth*, June, 
Texas Instruments Ltd.: 
appointments, Aug., p. 856 
contract, Sept., p. 966; Nov., p. 1167 
distributors, Aug., p. 850 
expansion, Sept., p. 962 
lower price announced, March, p. 333 
semiconductor sales organisation, Dec., 
p. 1271 
Theoretical models of pneumatic con- 
trol apparatus, R. Jackson, Sept., 
p. 926 
Thermistors*, Feb., p. 207 
Thermistors—a survey of their applica- 
tion in temperature measurement 
and control, P. A. Atkins and 
R. A. Setterington, Oct., p. 1043 
Thermocouple, integral-sheath*, March, 
.. B45 
Thermocouple potentiometer, Mini*, 
Feb., p. 205 
Thermocouples(*), July, p. 751 
45 ft long, March, p. 330 
Thermometer: 
electronic*, May, p. 542 
industrial, dial . compensated for 
“creen”*, Jan., p. 96 
“Thermophil” electronic*, Nov., p. 1160 
Thermostat, Honeywell*, March, p. 323 
Thermostat baths*, June, p. 653 
John Thompson Instrument Co.: 
appointments, May, p. 560 
Irish agents, Dec., p. 1270 
Time and frequency measuring equip- 
ment, transistorised*, April, p. 435 
Time indicator, elapsed*, April, p. 437 
Timer: 
coil bonding*, July, p. 743 
electronic*, March, p. 313 
heavy duty miniature*, Dec., p. 
mercury tube*, April, p. 436 
miniature automatic synchronous type 
AMS*, Jan., p. 98 
multi-stave non-synchronous*, Dec., 
p. 1264 
process*, March, p. 321 
synchronous’ multi-circuit*, 
p. 317 
Timer-counter unit*, March, p. 319 
Timing and control equipment, flame- 
proof electrical*, March, p. 325 
Tinsley, E. W. (Walker Crosweller), Oct.. 
p. 1070 
Titrator amplifier*, Nov., p. 1160 
Tonic water, monitoring, Sept., p. 964 
Toothill, J. N. (Ferranti Ltd.), Feb., 
m 222 
“Top-it-up”*, Dec., p. 1259 
Toroid assemblies, miniature 
able*, April, p. 446 


1262 


March, 


adjust- 


Toroid winding machine*, April, p. 447 

Torque motors*, July, p. 746 

Track recording coach, Aug., p. 832 

Traffic accidents, electronic means for 
lessening, Nov., p. 1146 

Transactor, May, p. 557 

Transducer, vibrating cylinder pressure*, 
June, p. 653 

a pressure resistance*, April, 


Transducer-type pressure gauges, evalua- 
tion of, March, p. 303 
Transformer, linear differential*, April, 


p. 
Transformers*, March, p. 326; July, 
752 


Transipack*, June, p. 653 
Transistor: 
adaptors*, May, p. 546 
amplifier fundamentals, H. Kemhad- 
jian, Oct., p. 1049 
Exhibition, review, July, p. 733 
holders*, July, p. 744 
n-p-n junction*, July, p. 751 
polarising supplies*, June, p. 653 
power supply, short-circuit proof*, 
Dec., p. 1259 
test equipment*, March, p. 323 
tester*, July, p. 743 
testers*, Aug., p. 841 
Transistorised level control*, Jan., p. 95 
Transistorised time and frequency 
measuring equipment*, April, 
p. 435 
Transistors: 
Commentary, July, p. 721 
drift*, July, p. 751; Oct., p. 1061 
economically priced*, Feb., p. 206 
junction*, Oct., p. 1060 
in measurement and control, J. T. 
Miller, May, p. 518; June, p. 640; 
July, p. 723 
Newmarket*, June, p. 652 
power*, Aug.. p: 835; Oct., p. 1061 
silicon, power*, Oct., p. 1060 
Transitrol*, May, p. 544 
Translator, Nov., p. 1171 
Transmitter, pneumatic 
Jan., p. 104 
Trends and developments in instrumenta- 
tion in the U.S.A., A. J. Maddock, 
Sept., p. 922 
“Troidac”, toroidal voltage regulator*, 
March, p. 313 
Trolley*, April, p. 435 
Tubes, cabled nylon*, June, p. 655 
Turpin, R. A. (B.1.C.C.), Dec., p. 1273 
Twiflex Couplings Ltd., agreement, Jan., 


temperature*, 


Tyre factory in Russia, May, p. 551 


U 
U.K.A.E.A.: 
appointments, April, p. 459 
isotopes reorganisation, May, p. 553 
U.S.: 
instrumentation May, 


p. 554 
science officer 


conference, 


programme, March, 
U.S.S.R. industry, automatic controls in, 
July, p. 759 
Ultrasonoscope Co. (London) Ltd., auto- 
matic test rig, Nov., p. 1174 
Underhill, P. W. (Institute of Export), 
May, p. 558 
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Underwater escape from aircraft, March, 
p. 293 

Uniselector, miniature for automatic 
systems*, Jan., p. 99 

Unitors, “Domino” miniature*, 
p. 105 


Jan., 


Vv 


Valve: 
analyser and bridge*, Sept., p. 955 
Audco Annin*, April, p. 439 
press clutch*, Nov., p. 1163 
solenoid, for viscous oils*, 
p. 312 
Valve voltmeter*, June, p. 647 
Valves: 
control and selector*, Oct., p. 1060 
safety shut-down*, March, p. 315 
semi-balanced solenoid operated*, 
March, p. 326 
Varlow, F. E. (Audley Engineering Co. 
Ltd.), March, p. 350 
Vauxhall Motors, automation _ instru- 
mentation at, R. Hammond, Jan., 
p. 43; Feb., p. 196; March, p. 295 
Verhagen, C. M. See Rademakers, P. J. 
Vibration; test laboratories, May, p. 553 
Vibrator, environmental test*, Nov., 
p. 1163 
Vidicon, shock-resistant*, July, p. 750 
Villiers, Capt. R. A. (S.I.M.A.), Sept., 
p. 970 
Visitors: 
Russian scientists, Feb., p. 218 
Swiss scientists, Feb., p. 215 
Viton diaphragm*, June, p. 658 
Voltage, high, indicator*, July, p. 750 
Voltage controller*, May, p. 544 
Voltmeter: 
milli, broadband*, Aug., p. 837 
peak*, May, p. 546 
three digit*, March, p. 322 
Voltmeters, digital*, June, p. 654 
Voss, H. K. (Voss Instruments), June, 
p. 669 


March, 


Ww 


Wakeling, E. G. (Advance Components 
Ltd.), May, p. 558 

Walker, R. (Rank-XeroX Ltd.), Feb., 
p. 224 

Wanstall, W. (Chloride Batteries Ltd.), 
March, p. 350 

Wayne Kerr, export drive, May, p. 557 

Webb, F. R. G. (Livingston Labora- 
tories), May, p. 558 

Weigher*, March, p. 321 

Weighing, automatic*, Sept., p. 958 

Welding, high temperature, gas torch 
for*, June, p. 650 

West, H. (English Electric Valve Co.), 
March, p. 346 

West Instrument Ltd.: 

course, Dec., p. 1267 
London office, Feb., p. 219 

Westbroek, A. v. See Rademakers, P. J. 

Westool Ltd., new developments at, 
Nov., p. 1137 

Wheeler, C. R. (A.E.I. Ltd.), Aug., p. 858 

Wheels, resilient buffing, for precision 
potentiometers and_ instruments, 
K. F. Shrubb, Aug., p. 824 

Width measurement of hot rolled strip, 
C. Burns and J. W. Stevens, 
March, p. 277 





Wild-Barfield Electric Furnaces Ltd., 
induction vacuum furnace, Jan., 
p. 112 
Wildy Laboratory, Oct., p. 1066 
Williams, A. F. C. (British Central Elec- 
trical Co.), June, p. 669 
Williams, B. A. (Westool Ltd.), March, 
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Williams, G. M. E. (Northampton 
College), Aug., p. 856 
Williams, R. H.: Computers and the 
electronic office, May, p. 526; 
June, p. 632; July, p. 729; Aug., 
p. 830; Sept., p. 942; Dec., 
p. 1254 
Willison, W. E. See Hare, R. E. 
Willsher, J. F. (George Kent Ltd.), 
April, p. 461 
Winding machine: 
coil*, April, p. 447 
toroid*, April, p. 447 
Windings, anodised aluminium, April, 
p. 431 


Winston Electronics, annual review, 
June, p. 663 

Wire, p.t.f.e. insulated*, April, p. 442 

Wobulator*, Feb., p. 205 

Wobuloscope*, Feb., p. 205 

Woden Transformer Co. Ltd., review of 
new products, May, p. 532 


Woden Transformers, for Beirut, Sept., 


p. 96 
Wood, S. P. J. (Westool Ltd.), April, 
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Wood, W. J. (Metropolitan-Vickers), 
Oct., p. 1070 

Worklight*, July, p. 750 

Wright, W. E. (Pyrene Co. Ltd.), Feb., 
p. 221 


x 
Xerography, March, p. 333 
Xeronic high speed printer, Sept., p. 961 
X-ray analysis, as analytical tool, H. J. 
Lucas-Tooth, March, p. 284 





X-ray equipment, inspection for air- 
craft*, Dec., p. 1259 
X-ray image amplifier, June, p. 645 


Y 
Yard and the pound definition, March, 


deflection, for c.r.t.s.*, Feb., 
p. 207 
Yoxall, L. S. (Foxboro-Yoxall Ltd.), 


Aug., p. 856 


Yokes, 


Z 
Zeal, G. H., Ltd., representative, Feb., 
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Zeiss instrument show, May, p. 551 
Zone refining unit*, April, p. 435 
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